SCALE    16    FEET   TO    ON

PLAN   HI    PLAN   OF   GROUND   FLOOR   OF   BORLEY   RECTORY,   SHOWING   AREA   OF   NEW   WING,
CELLARS,    ETC.,    AND   WHERE   THE   WALL   MESSAGES   APPEARED
I>rawn by S. H. Glanville.